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ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018R 

DRAFTED BY A/SY/T:PSTUBBS:CMG 
APPROVED BY A/SY/T:DGFISCHER, CHIEF 
DESIRED DISTRIBUTION 
SY/FO/EUR 

000157 

R 251303Z FEB 76 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 


LIMITED OFFICIAL USE STATE 044995 

FOR OIC/RTC 

E.O. 11652N/A 

TAGS ASEC 

SBJECT WALK-THRU METAL DETECTORS 

REF: FRANKFURT 1 147 AND 1282 

1 . A/SY/T WOULD APPRECIATE RTC CONDUCTING A FEW ADDITIONAL 
TESTS ON UNIT IN FRANKFURT. 

2. INVESTIGATE EFFECT OF REVERSING POWER LEADS WHEN USING 
LOCAL 220 VOLT COMMERCIAL POWER. 

3. CAN A ONE-TO-ONE ISOLATION TRANSFORMER BE USED INSTEAD 
OF A TWO-TO-ONE STEP DOWN TRANSFORMER? 

4. CONCERNING ENTRY/EXIT SENSOR SYSTEM: COLLIMATING DEVICE 
IS EXCELLENT IDEA BUT SHOULD NOT NEED TO EXTEND BEYOND SEN- 
SOR CASE. ALTERNATE SOLUTION: PLACE BLACK PAPER WITH A 
HOLE SMALLER THAN CUTOUT IN SENSOR CASE OVER PRESENT OPEN 
ING. 
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5. A/SY/T HAS NO CIRCUIT BOARDS TO RUN TESTS HERE. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE044995 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PSTUBBS:CMG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760070-1196 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976021 4/aaaaalhk.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 FRANKFURT 1147 

Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 

Review Content Flags: 

Review Date: 22 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 JUL 2004 by coburnhb; APPROVED <16 AUG 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: n/a 

TAGS: ASEC 

To: FRANKFURT 

Type: TE 
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